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TM 9-2320-270-10 — Truck Tractor, Commercial Heavy Equipment Transporter (C-HET), 85,000 GVWR, 8x6, M911


HAND RECEIP T

COVERING CONTENT O F COMPONENTS OF END ITEM (COEI) , BASIC ISSUE ITEMS (Bll), AND ADDITIONAL AUTHORIZATION LIST (AAL)

F O R

TRUCK TRACTOR, COMMERCIA L HEAVY EQUIPMENT TRANSPORTE R C-HET, 85,000 GVWR, 8x6, M911 (NSN 2320-01-025-3733)

CHANGE

No. 1

HEADQUARTERS DEPARTMENT OF THE ARMY Washington D. C., 14 October 1990

COVERING CONTENT OF COMPONENTS OF END ITEM (COEI), BASIC ISSUE ITEMS (Bll), AND ADDITIONAL AUTHORIZATION LIST (AAL)

FOR

TRUCK TRACTOR, COMMERCIAL HEAVY EQUIPMENT TRANSPORTER C-HET, 85,000 GVWR, 8X6, M911 (NSN 2320-01-025-3733)

TM 9-2320-270-10-HR, December 1983, is changed as follows:


	1. Remove old pages and insert new pages as indicated below.

	2. New or changed information is indicated by a vertical bar in the margin of the page.



Remove Pages Insert Page s i/(ii blank) i/(ii blank) 2-1 thru 2-6 2-1 thru 2-6

3. File this change sheet in front of the publication for reference purposes.

DISTRIBUTION STATEMENT A: Approved for public release; distribution is unlimited.

By Order of the Secretary of the Army:

CARL E. VUONO General, United States Army Chief of Staff

Official:



THOMAS F. SIKORA

Brigadier General, United States Army The Adjutant General


Distribution:

To be distributed in accordance with DA Form 12-38-E, Block 0569, Operator maintenance requirements for TM 9-2320-270-10-HR.
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HEADQUARTERS DEPARTMENT OF THE ARMY Washington D.C., 23 December 83




HAND RECEIPT

COVERING CONTENT OF COMPONENT OF END ITEM (COEI), BASIC ISSUE ITEMS (BII), AND ADDITIONAL AUTHORIZATION LIST (AAL) FOR

TRUCK TRACTOR, COMMERCIAL HEAVY EQUIPMENT TRANSPORTER C-HET, 85,000 GVWR, 8x6, M911 (NSN 2320-01-025-3733)



REPORTING ERRORS AND RECOMMENDING IMPROVEMENTS

You can help improve this manual. If you find any mistakes or if you know of away to improve the procedures, please let us know. Mail your letter, DA Form 2028 (Recommended Changes to Publications and Blank Forms), or DAForm 2028-2, located in the back of this manual, directly to: Commander, U.S. Army Tank-Automotive Command, ATTN: AMSTA-MB, Warren, MI 48397-5000. A reply will be furnished to you.
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